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Firmware upgrade manual 
Ver 1.0 


Technical specifications and appearance are subject to change without notice. 


1: Start “Update” application. 
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3: Download and save firmware to your USB disk and insert to X10D. Choose the firmware to 


import. 
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4: File check will start automatically. 
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5: When the file check is completed, firmware will be copied to the X10D. 
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6: Click “Update” and wait for the upgrade to be completed, please don’t turn off the power 


during the upgrade. 
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7: When upgrade is completed, the system will reboot automatically. 





